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PART III 

Stores Purchase 


Irrigation Department 

PROCEEDINGS OF THE CHIEF ENGINEER 
IRRIGATION, MECHANICAL 
THIRUVANANTHAPURAM 

(Present: Sri C. Sreekumar) 

Sub: — Supply, installation and Commissioning of 8 Nos. 
New Passenger lift by replacing existing 8 Nos. 
ECE make elevators installed in Assembly 
block of Kerala Legislative Complex, 
Thiruvananthapuram—reg. 

Read: —This Office Re-Tender No. CE (MECH)T/01/2015- 
16 DN dated 9-4-2015 and E-Tender ID 2015- 
Irrig—30665—1. 


As per order read aslst paper above tender has 
been invited for the supply, installation and 
commissioning of 8 nos new passenger lift by replacing 
existing 8 nos., ECE make elevators installed in Assembly 
Block of Kerala Legislative Complex, Thiruvananthapuram, 
fixing due date on 15-5-2015. Since the NIT and special 
conditions has to be modified due to technical reasons 
the invited tender read as 1st paper above is hereby 
cancelled. 

(Sd.) 

Superintending Engineer, 
Mechanical, Irrigation 
(In Full Additional Charge of 
Chief Engineer, Mechanical). 


Order No. CMU/P/1944/2014 dated 25-4-2015 











